Technical Information AE 39 H and AE 90 H 


Both scanner models have the same internal electrical circuits. 

The difference between the two models is only cabinet design. 

So it is possible to use the AE 90 H user manuals for both models. 

Please look to AE 90H download directory files for the German and English 
user manuals. 


Technische Information zu AE 39 H und AE 90 H 

Die beiden Scannermodelle unterscheiden sich hauptsächlich im Gehäusedesign. 
Der interne technische Aufbau ist bei beiden Modellen identisch. 

Bitte benutzen Sie daher auch das Download Verzeichnis AE 90 H 

für englische und deutsche Bedienungsanleitungen! 


